To:  Allen,  Laura[Allen. Laura@epa.gov] 

From:  Google  Alerts 

Sent:  Fri  8/14/201 5 3:30:22  AM 

Subject:  Google  Alert  - Gina  McCarthy 


Gina  McCarthy 

As-it-happens  update  □ August  14,  2015 

NEWS 


Top  ERA  official  observes  water  testing  in  Farmington 


Albuquerque  Journal 

FARMINGTON  — U.S.  Environmental  Protection  Agency  Administrator  Gina  McCarthy  said  Wednesday 
evening  at  an  EPA  field  office  in  Farmington  ... 

ERA  head  meets  with  Navaio  president  over  Colorado  mine  spill  - Yahoo  News 

Tests  Show  Animas  River  Water  Quality  Recovering  After  Mine  Spill  - Colorado  Public  Radio 
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